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ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 AID-05 /023 W 

101492 

R 221513Z JAN 76 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 9421 

UNCLAS CAIRO 0869 

EO 11652: NA 
TAGS: BEXP EG 

SUBJECT: WATER SUPPLY AND WASTE WATER TREATMENT FACILITIES FOR 
CAIRO, ALEXANDRIA. HF.I.WAN 

REF: STATE 2067 

1. IN DECEMBER 1975, 41 PRE-QUALIFIED CONSULTING FIRMS WERE SENT 
TERMS OF REFERENCE FOR MASTER PLANNING OF SEWAGE AND WASTE WATER 
FACILITIES FOR CAIRO, ALEXANDRIA AND HELWAN. NINE AMERICAN FIRMS 
WERE INCLUDED ON THE PRE-QUALIFIED LIST. THEY ARE: 

FIRM CITY-COUNTRY 

PORTER AND RIPA MORRISTOWN NJ USA 

TCB/MORRIS INTERNATIONAL HOUSTON, TEXAS, USA 

BLACK & VEATCH KANSAS CITY, MISSOURI, USA 

HOWARD NEEDLES TAMMEN & 1 805 GRAND AVENUE, 

BERGONDOFF KANSAS CITY, MO., USA 

CH2M HILL, INC. PORTLAND, OREGON, USA 

RICHARDSON 

BELLANTE CLAUES MILLER U.S.A. 

NOLAN. INC. 

CAMP DRESSER, MCKEE INTER- U.S.A. 

NATIONAL INC. 
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DE LAUREAL ENGINEERS NEW ORLEANS 

2. CONSULTANT SUBMISSIONS ARE DUE ON FEBRUARY 7, 1976. THEY 
WILL BE EVALUATED AND RANKED BY TIPPETTS-BBETT-MCCARTHY 
STRATTON (TAMS). TAMS HAS BEEN ACTING AS "CONSULTANT ON 
CONSULTING" FOR MINISTRY OF HOUSING AND RECONSTRUCTION FOR 
PAST TWO YEARS AND HAS ALREADY ASSSITED IN SELECTION OF SIX 
CONSULTANTS FOR MINISTRY. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CAIRO00869 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760025-0671 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 33/aaaabcgm.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 2067 
Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2004 by schwenja>; APPROVED <21 SEP 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER SUPPLY AND WASTE WATER TREATMENT FACILITIES FOR CAIRO, ALEXANDRIA, HELWAN 
TAGS: BEXP, EG 
To: STATE 
Type: TE 
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